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Spinal Injuries in the Aquatic Environment, Part 
Il: Emergency Procedures, Gerald Dworkin, 

August, page 54. 


SOCIAL CHANGE 

Nude Bathing, No Controversy, George Harker, 
August, page 58. 

Serving Ethnic Minorities: A Submerged Issue? 
Richard Kraus, December, page 46. 


SPECIAL POPULATIONS 
Head Start Aquatics: Building Confidence, 
Promoting Fun, Pau! Daniels, February, page 46. 


SPORTS 

Lighting Athletic Fields: New Technology Means 
Bigger Savings, John P. Frier, March, page 46. 

New Trends in Sports Lighting, Jason Mart, 
November, page 34. 

Rock Climbing in the Great Indoors, Aram Attarian, 
December, page 43. 

“Sport for Understanding” Promotes 
International Friendships, Joanne Meil, May, 
page 34. 

Water Aerobics—The Exercise Wave of the 
Future, Chery! Bayne, February, page 42. 
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TRENDS 
New Trends in Sports Lighting, Jason Mart, 
November, page 34. 


URBAN PARKS/RECREATION 
Building Support for Urban Trails, Stuart H. 
Macdonald, November, page 26. 


VIEW POINT 

Future of Our Profession—Will the Past be 
Prologue, The, Joseph E. Curtis, August, page 48. 

Look Ma, No Hands! Here’s What’s Wrong With 
No-Rescue Wilderness, Don Peterson, June, page 
39. 

“No-Rescue” Wilderness Experience: What Are 
the Implications?, A, Rick Harwell, June, page 34. 

Politics of Leisure, Freedom, and Poverty, The, 
Charles D. Sylvester, January, page 59. 

Women in Recreation Management: A Man’s 
Perspective on Understanding and Change, 
Peter Witt, March, page 42. 

Workaholism: No Life for the Leisurelorn?, 
Edward R. Walsh, January, page 82. 


WASHINGTON SCENE 
Health Coverage Bill Prompts NRPA Survey 





Revealing Opposition, December, page 8. 

LWCE Receives No Dollars from House 
Subcommittee, August, page 7. 

NRPA Activities Increase Following Dismissal of 
Legal Action Against PCAO, June, page 8. 

NRPA Branches Form 1987 Legislative Agendas, 
February, page 6. 

NRPA Seeks New Fund, Recreation Focal Point in 
Government, May, page 8. 

NRPA Supports Rails-To-Trails Legislation, 
October, page 8. 

NRPA Testifies for Special Recreation Funding: 
“Members Day” Held; Trustees Endorse PCAO 
Resolutions, July, page 8. 

NRPA Trustees Endorse Findings of Urban 
Recreation Conference; 100th Congress Set to 
Begin, January, page 22. 

President Releases 1988 Budget; Cuts LWCF 
Funding Again, March, page 7. 

Special Recreation Programs Fight Budget Battle 
... Again, April, page 14. 

Spending Bills, New Authorities in Scramble in 
First-Session Wrap-up, November, page 14. 

Update on National Policy and Legislative 
Actions, An, September, page 8. 











NRP.A, 


WESTERN REVENUE SCHOOL 
ESTES PARK, CO. - FEB. 14-18, 1988 


Two annual one week sessions of Study and Lectures 


Plus 


a Graduates Institute 


Tuition ..............9as0.00 
Lodging & Meals .....$255.00 


(all inclusive) 

FREE TIME ACTIVITIES 
DOWNHILL SKIING — SNOWMOBILING 
ICE SKATING — SNOWSHOEING 
CROSS COUNTRY SKIING 
PHYSICAL FITNESS CENTER 





Charles Spears 
Director 
West Virginia 


State Parks 


Keynoter 


FOR MORE INFORMATION CONTACT 
Frank D. Cosgrove Western Regional Director 
P.O. Box 6900 — Colorado Springs, Co. 80934 
Phone (303) 632-7031 
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